CONSUMER BATTERIES 


Data Sheet 


Designation......................0.008 
Systems to charge.................. 
Cell configurations.................. 


Charging methods: 


AA 1-4 pcs. 
AAA 1-4 pcs. 
USB 


Indications for LED Display: ...... 


Protective Functions: ................ 


POWEYP?! ..... cc cece cece ecceccecceuceneeuess 


Cut off criteria: 


Ni-Mh standard cells: .................. 


USB Quattro Charger 57652 


57652 

USB Quattro Charger 
Ni-Mh 

AAA, AA; 1 — 4 pcs 


Vi VARTA 


Charger: 
98 mm 
66.5 mm 
23 mm 
58 g 





300 mA 
120 mA 


Current: 
Current: 
5V 1A 


one LED per slot 


Charging: LED flashes 
Charge complete: LED ON 
Fault/Error: LED fast flashes 


Reverse protection 
Short circuit protection 


Mechanical arrangement 
function normally when removal of short circuit 


USB 5V 1000 mA 
1.4V 


Primary 
Secondary 


Timer: backup timer 10 hours 
Minus delta V detection 


No publication or circulation of data to third parties without consent of VARTA Consumer Batteries 


VARTA Consumer Batteries GmbH & Co. KGaA 
Alfred-Krupp-Str. 9 73479 Ellwangen Germany 


Subject to change without prior notice! 
Date of issue: 2019-07-16 


Phone: (+49) 7961/83-0, Fax: (+49) 0800 827 8274 


